The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BI6BY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

06 / 14/12 



Michael Sheehan 

Assistant District Attorney, Essex County 
Mr. Sheehan, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample 


If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Folk OIG PRR 065804 









PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Heaifh and Human Services 
Department of Public Health 
State Laboratory Institute 


Aniliersf Drug Laboratory 
Tel (413) 545*2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 -^ 11:00 

2 : 00 - 4:00 


Anilierst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 










PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tef (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9:00-12:00 

1:00-3:00 


Citj' or Department: I- 

Name and Rank of Submitting Officer: 


Police Reference No. 






To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 

^ PP'T' O/^ ^ 

_I T6 pt. 












City: Lawrence Police Dept. 
Officer: Detective NEIL PEROCCHI 
Def; 

Amount; ^ 

No. Cont: ^1- ^ ^ont: pb 
Date Rec'd: 03/16/2012 
Gross Wt.: 35.34 


Date Analyzed: /j ] j I 


'• ! 


I I i vT"-- 


i i 


Subst: SUB 


,_No. Analyzed: 

# Tests: 

/ ^ 
■ / I 


Prelim 


! -/ 


(J caj -Fi"<«n3j, ■ 


No. Date Analyzed: ^ / j Cl j I 

>yilrC^ 


City: Lawrence Police Dept. 
Officer; Detective NEIL PEROCCHI 
Def; 

Amount: 

No. Cont: 2 Cont: plastic packet 

Date Rec’d: 03/16/2012 
Gross Wt.: 52.85 




Subst: SUB 




D. 


No. Analyzed: . q 

^ 5lfe/{/efght: ^ ^ 

# Tests; I 6-/1 




■r i- 


Preiim( 






City; Lawrence Police Dept. 
Officer: Detective NEIL PEROCCHI 
Def: 

Amount: 

No. Cont: 3 Cont; plastic packet 

Date Rec'd: 03/16/2012 
Gross Wt: 82.09 


Date Analyzed: I I ] 


I i 


Subst: SUB 


,.N^nfly.ed:3 ^ 

' Net Weight; 9“"/ ' * J 
# Tests: ^.1 


Prelim: f 'f\f I { ^ j-'l f 


-I- u 


Findings: /7. 


fl l/\^ 






Folk OIG PRR 065807 












DRUG POWDER ANALYSIS FORf/i 


SAMPLE 


AGENCY 


No. of samples tested: _£ 





ANALYST 


Evidence WL 




PHYSICAL DESCRIPTION: 


OoVv'VC 


Gross Wt 


,D.,. 3o. o'yio. 


Gross Wt ( ):_ 

Pkg. Wt: 






PRELIMINARY TESTS 



PRELIMINARY TEST RESULTS 


RESULTS C^CfAiy^ 

DATE 3 




, 



GC/MS CONFIRMATORY TEST 



M 


Revised 7/2005 


Folk OIG PRR 065808 







Folk OIG PRR 065809 





SAMPLE;_ 

No. of samples tested: ^ 

PHYSICAL DESCRIPTION: 


GENCY 




PRELIMINARY TESTS 
Spot Tests 


<2 Cobalt t U h/ / 

Thiocyanate ( ) . \ iJ I v 

<5 Marquis OY 

Froehde's _V 

Mecke's 

<C7 ■*' 


PRELIMINARY TEST RESULTS 
RESULTS CoCCXXi^^-^ 
DATE 3 30 : I Z- 



Gross Wt 




Gross Wt ( 




GC/MS CONFIRMATORY TEST 



Revised 7/2005 

Folk OIG PRR 065810 









# samples tested: 


# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

Gross 

I Weight 

Packet Weight 

Net 

Weight 

1 

'^xmi 


i.Ti'.tnuM. 

26 




2 

ib-Wte 

i7nui, 

^ \‘iM\ 11 Ov 

27 




3 

7 


J 

28 




1 4 


■j- 'is46fi 

4(,..o'fi5 

29 


ir/?/ 


5 




30 




6 




31 




7 




32 




8 




33 




9 




34 




10 



1 

35 




11 




36 




12 




37 




13 




38 








39 




15 




40 




16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 




22 




47 

j. 



23 




48 




24 




49 




25 




50 




Calculations: 


Folk OIG PRR 065811 





^<04 ^ 


PHYSICAL DESCRIPTION: 


__ _ Gross Wt 

3 O'TVlt^^ Gross wt ( ):. 

* I lyt ^^ 




I ' (/] Netwv: .J I-. I 

, ,. a.\ ^o\a(fd bV-cdmm>non) 




S-;/ < ^ '^Jd€. a ft> 


PRELIMINARY TESTS 



PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 



RESULTS Cprad^ 





Revised 7/2005 

Folk OIG PRR 065812 












if samples tested: 


■ 

IHBIEHi 

maa 


# 

Gross 

Weight 

Packet Weight 

Met 

Weight 

!■ 

EWB 

iraai 

3o \?I23(] 

26 




IB 

nm 


1 

3i 

W 

27 




__3 _ 


msm 

IBM 

bi 


28 




' 4 

_._. 

7 


29 




IHI 


n ‘-n#! 


30 


t Ai’ 


Iw 


■; 

/ 

31 




7 

: —y- 



32 




8 




33 




9 




34 




Bi 

hhh 



35 




11 




36 




12 




37 




m 




38 




14 




39 




15 




40 




16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 




22 ■ 

& 



47 

i , 1 



23 




48 




24 




49 




25 




50 




Calculations: 


Folk OIG PRR 065813 









Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

C : \MSDCHEM\1 \DATA\SYSTEN9\0 4_02__12\8 23515 , D 
KAC 

2 Apr 2012 14:37 

BLANK 

1 

DRUGS . M 
RTE 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS^^* 


823515.D 


Mon Apr 02 14:48:54 2012 


Page 1 


Folk OIG PRR 065814 











Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM9\04_02_12\823516.D 

Operator : KAC 

Date Acquired : 2 Apr 2012 14:53 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 16 

AcquisitionMeth: DRUGS -M 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

4.955 1201892 100.00 100.00 


823516.D Mon Apr 02 15:04:23 2012 Page 1 


Folk OIG PRR 065815 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM9\04 
KAC 

2 Apr 2012 14:53 

COCAINE STD 

16 

DRUGS.M 
RTE 


02 


12\823516. D 


Search Libraries: C:\Database\SLI . L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 10 


PK# RT Library/ID 


CAS# Qual 


1 4.96 C:\Database\SLT•L 

COCAINE 


000050-36-2 99 



823516.D 


Mon Apr 02 15:04:23 2012 


Page 2 


Folk OIG PRR 065816 














Area fPercent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitlonHeth 
Integrator 


from Data File: 

C : \MSDCHEM\1\DATA\SYST.EM9\04_02___12\82 3521 . D 
KAC 

2 Apr 2012 16:10 

BLANK 
KAC 
1 

DRUGS.M 
RTE 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS 


823521.D 


Mon Apr 02 16:21:59 2012 


Page 1 


Folk OIG PRR 065817 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name t 
Submitted by r 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\1\DATA\SYSTEM9\04_02__12\82 3522 . D 
KAC 

16:26 

KAC 

22 

DRUGS . M 
RTE 



Ret, Time 


Area Area % Ratio % 


4,180 271204 7.27 7.84 

4,961 3461175 92.73 100.00 


823522.D Mon Apr 02 16:37:29 2012 Page 1 

i 


Folk OIG PRR 065818 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Opera tor 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


C:\HSDCHEM\1\DATA\SYSTEM9\04_02_12\823522,D 
KAC 

2 Apr 2012 16:26 



AcquisitionMeth: 
Integrator : 

DRUGS. M 

RTE 



Search Libraries 

: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum 

Quality: 10 

PK# RT 

Library/ID 

CAS# 

Qua! 


4.18 C:\Database\NIST08 . L 

Levamisole 006649-23-6 98 
Levamisole 006649-23-6 98 
Irnidazo [ 2 ^ 1—b ] thiazole f 2^3,5,6-tet 014769-73-4 96 


S^undance Average of 4,153 to 4,378 min.: 823622,D\dala,m$ (-) 




823522.D Mon Apr 02 16:37:29 2012 


Page 2 


Folk OIG PRR 065819 















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

C: \iyiSDCHEM\l\DATA\SYSTEM9\04 
KAC 



KAC 

22 


DRUGS , M 
RTE 


02 12\823522.D 


Search Libraries: 


C:\Database\SLI,L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 10 


PK# 


RT 


Library/ID 


CAS# 


Qua! 


2 4.96 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 



[^lindance #29: COCAINE 



823522.D 


Mon Apr 02 


16:37:30 2012 


Page 3 


Folk OIG PRR 065820 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM9\04_02_12\823523.D 
KAC 

2 Apr 2012 16:41 


23 

DRUGS.M 
RTE 



1000000 


.p- 

|Tjme--> 2.00 3.00 



Ret, Time 

Area 

Area % 

Ratio % 


4,179 

4,960 

114490 

3675815 

3.02 
96.98 

3.11 

100.00 



823523,D 


Mon Apr 02 16:53:00 2012 


Page 


Folk OIG PRR_065821 





















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM9\04 
KAC 



KAC 

23 


DRUGS. M 
RTE 


02 


12\823523,D 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 10 

C: \Database!PMW TOX2 * L 


PK# RT Library/ID 


CAS# Qual 


1 4,18 C:\Database\NIST08.L 

Levamisole 006649-23-6 95 
Levamisole 006649-23-6 95 
lTnida2:of2, l-b]thiazole, 2,3,5, 6-tet 014 7 69-73-4 9 3 


j^uncfance 

ao 
60 
40 
20 
0^ 


Average of 4.153 to 4.266 min.: 823523.D\dafa.ms {-) 

148 


73 


101 


121 




51 89 


39 

,4 


127 


>1 , I I' ; ' 


1lA 




135 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


204 


176 



823523.D Mon Apr 02 16:53:00 2012 


Page 2 


Folk OIG PRR 065822 


















Area Percent: / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

C:\MSDCHEN\1\DATA\SYSTEM9\04 
KAC 

)r 2012 16:41 


02 12X823523. D 


KAC 

23 

DRUGS, 
RTE 


M 


Search Libraries: 


C:XDatabaseXSLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2 , 


Minimum Quality: 80 
Minimum Quality: 10 


PKU 


RT 


Library/ID 


CAS# 


Qual 


2 4.96 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 



Abundance 





#29: COCAINE 


182 


152 166 

rjltVi |-rrlr 


198 


214 


TJt 


rjr 


244 269 


272 


rjT 


TJT 


303 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


823523.D 


Mon Apr 02 16:53:01 2012 


Page 3 


Folk OIG PRR 065823 
























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionHeth: 
Integrator : 


Data File: 

C : \MSDCHEM\l\DATA\sySTEM9\04_02__12\823524 , D 
KAC 

2 Apr 2012 16:57 

BLANK 
KAC 
1 

DRUGS. M 
RTE 


l^unclance TJC: 823524.D\ciata,ms 



frj me-> 2.00 _3.Q Q 4,00 5>00 _ _ 6.00 7.0Q 8.00 9.0Q 10.00 1100 _J^OO 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*'-^* 


823524.D 


Mon Apr 02 17:08:50 2012 


Page 1 


Folk OIG PRR 065824 










Area Percent / Library Search Report 


Information from Data File: 

File Name : C : \MSDCHEM\ 1 \ DATA\S YSTEM9 \ 04__02__12 \ 82352 5 , D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 25 

Acquis!tionMeth: DRUGS.H 
Integrator : RTE 



Abundance 

4000000 

3000000 


4.$61 


TiC: 823525.D\da!a;ms 


2000000 


1000000 


_ 2.00 _ 


.'.I. 

3.00 


4.00 



.!. 

6.00 




■"'"T. 

8.00 


..,.^ 

9.00 10.00 11.00 12.00 


Ret, Time 


Area Area % Ratio % 


4.961 


4841122 100.00 100.00 


82352.‘3 . D 


Mon Apr 02 17:24:18 2012 


Page 1 


Folk OIG PRR 065825 


















Area Percent / Library Search Report 


Information from 
File Marne 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


Data File: 

C:\MSDCHEM\i\DATA\SYSTEM9\04_02 
KAC 

2 Aor 2012 17:12 


12\823525.D 



25 


Acquisi t ionMeth: 
Integrator : 

DRUGS 

RTE 



Search Libraries 

: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08 . L 

C:\DatabasG\PMW_TOX2.L 

Minimum 

Quality: 10 

PK# RT 

Library/ID 

CAS# 

Qua i 


1 A,96 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 



823525,D 


Mon Apr 02 17:24:18 2012 


Page 2 


Folk OIG PRR 065826 













Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SySTEM9\04_02_12\823526.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number ; 26 

AcquisitionMeth; DRUGS ,M 
Integrator : RTE 



Abundance 

3000000 


MO 


TfC: 823526.D\data.ms 


2000000 


1000000 


—I—T—,—,.j—r 

Tjme-> 2.00 3.00 


4.179 

■T— —r- 

4.00 


5.00 


6.00 


7.00 8.00 9.00 10.00 11.00 


T—j— 

12.00 


Ret. Time 

Area 

Area % 

Ratio % 


4 . 179 

268381 

6.66 

7,14 


4.960 

3760798 

93,34 

100.00 



823526.D 


Mon Apr 02 17:39:42 2012 


Page 1 


Folk OIG PRR 065827 














Area Percent / Library Search Report 


Info rma tion from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


Data File: 

C : \ M S DC H EM \ 1 \ D AT A \ S Y S T EM 9 \ 0 4 
KAC 

17 : 28 


02 12\823526.D 



26 


AcquisitionMeth: 
Integrator : 

DRUGS . M 

RTE 



Search Libraries 

: C:\Database\SLl.L 

C:\Database\NIST0 8 . L 

C;\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quail t:y: 80 
Quality: 10 

PKtt RT 

Library/ID 

CAS# 

Qual 


1 4.18 C:\Database\NISTOB.L 

Levamisole 006649-23-6 98 
Levamisoie 006649-23-6 98 
Imidazo[2,l-b]thiazole^ 2^3,5,6-tet 014769-73-4 96 




823526.D 


Mon Apr 02 17:39:42 2012 


Page 2 


Folk OIG PRR 065828 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Opera tor 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \iyiSDCHEM\l\DATA\SYSTEM9\0 4___02_12\82 352 6 , D 
KAC 

2 Aor 2012 17:28 



26 

DRUGS.M 
RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 10 


pm 


RT 


Library/TD 


CAS# 


Qual 


4,96 C:\Database\SLI.L 
COCAINE 


000050--36-2 


99 



823526.D 


Mon Apr 02 17:39:42 2012 


Page 3 


Folk OIG PRR 065829 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by r 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \iyiSDCHEM\l\DATA\SYSTEM9\04__02_l2X823527 . D 
KAC 

2 Apr 2012 17:43 

BLANK 
KAC 
1 

DRUGS .M 
RTE 


{Abundance TfC; 823527.D\clala.ms 



[rime-> 2.00 __3J30_ 4.Q0 5.Q 0_6.00 7.00 8.Q0 qOQ 10.00 1tQ0 _ 12.00 


Ret. Td.me Area Area % Ratio % 


INTEGRATED PEAKS*** 


823527,D Mon Apr 02 17:55:18 2012 


Page 1 


Folk OIG PRR 065830 













Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM9\04_02_12\823528,D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 28 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


2 Apr 2012 17:59 




Ret. Time Area Area % Rati.o % 


4.960 4517972 100.00 100.00 


823528.D 


Mon Apr 02 18:10:41 2012 


Page 1 


Folk OIG PRR 065831 













Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM9\04 
KAC 

5 9 

KAC 

28 

DRUGS . M 
RTE 


02 


12\823528.D 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


jyiinimum Quality: 80 
Minimum Quality: 10 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 4.96 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


lAbuririance 






40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 



823528.D 


Mon Apr 02 18:10:41 2012 


Page 2 


Folk OIG PRR 065832 














Area Percent / Library Search Report 


Information from 
Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data Pile: 

C:\MSDCHEM\1\DATA\SYSTEM9\04 
KAC 

18:14 


KAC 

29 

DRUGS 

RTE 


M 


02 12X823529,D 



Ret. Time 

Area 

Area % 

Ratio % 

4.960 

3780199 

100.00 

100.00 


823529.D Mon Apr 02 18:26:11 2012 


Page 1 


Folk OIG PRR 065833 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEH9\04 
I<CAC 

2 Apr 2012 18rl4 



29 

DRUGS .M 
RTE 


02 12\823529.D 


Search Libraries: 


C: \Da tabase\SLI , L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 00 
Minimum Quality: 10 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 4.96 C:\DatabaseXSLI*L 

COCAINE 


000050-36-2 99 



823529.D Mon Apr 02 18:26:11 2012 


Page 2 


Folk OIG PRR 065834 













Area Percent / L,ibrary Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \iVlSDCHEM\l 
KAC 

2 Apr 2012 

30 

DRUGS . M 
RTE 


\DATA\SYSTSM9\04__02 
18 : 30 


12\823530 , D 


{abundance 


2000000 


1500000 


1000000 


600000 


0“T 

rrime--> 2.00 



TiC: a23530.D\da!ams 


6.00 


7.00 


8.00 


aoo 


toloo 


ItOO 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.960 

2259409 

100,00 

o 

o 

o 

o 


823530.D Mon Apr 02 18:41:44 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator- : 
Da te Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C r \MSDCHEM\1\DATA\SYSTEM9\04 
KAC 

IB: 

KAC 

30 

DRUGS . M 
RTF 


02 12X823530,D 


Search Libraries: C:\Database\SLT.L 

C:\Database\NIST08,L 
C:\Database\PMW TOX2,L 


Minimum Quality: 80 
Minimum Quality: 10 


PK# RT Library/ID 


CAS# Qual 


1 4,96 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 



823530.D 


Mon Apr 02 18:41:44 2012 


Page 2 


Folk OIG PRR 065836 












Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM9\04__02__12\823531.D 

Operator : KAC 

Date Acquired : 2 Apr 2012 18:45 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 

Integrator : RTFi 



Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS* 


823531.D Mon Apr 02 18:57:14 2012 


Page 1 

Folk OIG PRR 065837 















Area Percent / Library Search Report 


Info rma t io n fr om 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\1\DATA\SYSTEM9\0 4_02__12\ 0 23532 . D 
KAC 

2 Apr 2012 19:01 

BLANK 

1 

DRUGS 

RTE 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


8235.32 , D 


Mon Apr 02 19:12:45 2012 


Page 1 


Folk_OIG_PRR_065838 











Area Percent / Librax'y Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEN\1\DATA\SYSTEM9\04 
KAC 

2 Apr 2012 19:17 

COCAINE STD 

16 

DRUGS .M 
RTE 


02 12\823533lD 



Ret. Time 

Area 

Area % 

Ratio % 

4.955 

1176787 

100.00 

100.00 


823533.D Mon Apr 02 19:28:18 2012 


Page 1 


Folk OIG PRR 065839 




















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name r 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C : \MSDCHEM\1 \ DATA\SYSTEM9\04_02__12\823533 
KAC 

2 Apr 2012 19:17 

COCAINE STD 

16 

DRUGS .M 
RTE 


D 


Search Libraries: C:\DatabaseXSLI<L 

C:\Database\NIST08.L 
C:\Database\PMN TOX2 LL 


Minimum Quality: 80 
Minimum Quality: 10 


PK# RT 


Library/TD 


CAS# Qua! 


1 4.96 C:\Database\SLI.L 

COCAINE 


000050-3G--2 99 



823533.D Mon'Apr 02 19:28:18 2012 Page 2 


Folk OIG PRR 065840 





























